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Publisher’s List Price 


$6.95 




YOURS 


for only 


9 r 


... 

I -v.. * &**«'** 



with Trial Membership 
in Electronic Techni¬ 
cian's Book Club. 


• 192 pages 
• Special Color Sections 
• Permanent, Hardbound Volume 
Over 350 solutions to “tough dog” problems 
Over 125 schematic diagrams & illustrations 


Partial List of Contents 

TV TROUBLESHOOTER'S HAND¬ 
BOOK contains over 350 proven 
servicing items describing "tough 
dog" problems and their solutions. 
For ease of use, these helpful 
trouble cures are arranged by 
manufacturer & model number. 
And, a special section concen¬ 
trates on color set servicing. 

These tried and tested trouble¬ 
shooting aids constitute a vital 
reference source of servicing tech¬ 
niques and will help make your 
own work easier and more effec¬ 
tive. Circuit faults and solutions 
are included for these manufac¬ 
turers: 


B&W SETS 

RCA VICTOR 
GEN. ELECTRIC 
PHILCO 
SYLVANIA 
WESTINGHOUSE 
MAGNAVOX 
MOTOROLA 
ZENITH 
ADMIRA1 
EMERSON 
CURTIS-MATHES 
HALLI- 
CRAFTERS 
TRUETONE 
CORONADO 
SYMPHONIC 
SILVERTONE 


EMERSON- 

DUMONT 

GAMBLE- 

SKOGMO 

COLOR SETS 

RCA VICTOR 
SYLVANIA 
GEN. ELECTRIC 
ZENITh 
PHILCO 
MAGNAVOX 
MOTOROLA 
OLYMPIC 
SETCHELL- 
CARLSON 
WESTINGHOUSE 
ADMIRAL 
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yours for only 



with Trial Membership in Electronic Technician's Book Club 


we send you this unique time- 
saver as part of an unusual offer of a 
Trial Membership in Electronic Techni¬ 
cian’s Book Club? 

A Massive, Authoritative Compilation 

Now you can have, at your fingertips, 
this carefully-planned reference source 
of over 350 different, tried and tested 
solutions to “tough-dog” TV servicing 
problems. 

Selected by the Editorial Staff of 
“Electronic Technician” from thousands, 
these helpful techniques are a complete 
digest of late-model TV receiver troubles 
and cures, compiled strictly on the basis 
of their usefulness to you! 

This detailed compilation of practical 
help is the answer to the need for an 
organized gathering of proven troubles 
and cures, new and unusual circuits and 
descriptions of how they work, field and 
factory changes, recurring defects, etc., 
that will help you locate and correct 
the most elusive TV circuit faults. This 
practical information will help you solve 


your daily servicing problems . . . will 
save you hours of time and effort. These 
accurate and clear servicing descriptions 
are supplemented by over 175 easy-to- 
follow schematic diagrams and illustra¬ 
tions. For ease of use, all troubles have 
been logically organized by manufacturer 
and model number. 

A Special Section on color TV de¬ 
scribes recurring defects and cures, and 
includes service hints for troubleshooting 
chroma circuits, short cuts for making 
convergence adjustments, descriptions of 
new circuits, etc. 

Assembled for the first time in book 
form, TV Troubleshooter’s Handbook is 
the one volume “Electronic Technician” 
readers have literally demanded as the 
answer to simplifying their own work. 
This handsome, hardbound book is in¬ 
dicative of the many other fine offerings 
made to Members . . . important books 
to read and keep . . . volumes with your 
specialized interests in mind. 

For More Complete Details ) 
and Other Benefits, Please / 
see Reverse Side \ 


SEND NO MONEY! 


Simply fill in, tear off, and mail postage-paid Airmail card today! 


An Unprecedenied Offer! 

Accept this $6.95 volume 

for only 

with your Trial Member¬ 
ship in the Club 

Your Membership in Electronic Technician's 
Book Club brings you the most important, 
authorative books on electronic servicing 
... at substantial savings. Read the details 
of this unique offer! 

MAIL THIS MEMBERSHIP CARD TODAY! 

NO STAMP NEEDED SEND NO MONEY 




ELECTRONIC TECHNICIAN'S BOOK CLUB 
Drawer D, Thurmont, Maryland 21788 

Please open my Trial Membership in the Electronic Technician’s Book 
Club and send me a copy of your 192-page TV Troubleshooter’s Hand¬ 
book, billing me for only 99 4 plus a few cents postage and mailing 
expense. If not delighted, I may return the book within 10 days and owe 
nothing. Otherwise, to complete my Trial Membership, I agree to pur¬ 
chase at least 4 additional monthly selections or alternates during the 
next 12 months. I have the right to cancel my membership anytime 
after purchasing these four books. 


Name 


Phone No. 


Address 


(NOTE: check if □ home or Q business address 

1 

_State_Zip. 


Company 


Title 


(The Club assumes postage on all prepaid orders. Foreign and Canadian prices 10% higher.) 



































AN EXTRAORDINARY OFFER... 


introducing the benefits of Membership 


in Electronic Technician's Book Club 

for a limited time only you can obtain this invaluable NEW 

TV TROUBLESHOOTER'S HANDBOOK 


for only 



with Trial Membership in the Club 


How You Profit From Club Membership 

This is just a sample of the help and 
generous savings the Club offers you. 
For here is a Club devoted exclusively 
to seeking out only those titles of interest 
to you as an electronic technician (No 
hobby or “fringe” books are offered.) 
Membership in the Club offers you sev¬ 
eral advantages: 

1. Charter Bonus: TV Troubleshooter's 
Handbook carries a retail price of $6.95. 
But it can be yours for only 99tf with 
your Trial Membership. 

2. Continuous Savings: The Club guar¬ 
antees to save you 15% to 75% on the 
books you need. 

3. Editorial Advisory Services: The 

Club’s Editorial Advisory Board selects 
only the important books of direct inter¬ 
est to you. 

4. Wide Selection: Members are an¬ 
nually offered over 50 of the authorita¬ 
tive books on all phases of electronic 
servicing. The Club makes it a point 
to offer new books, along with standard 
classics . . . lists books from all pub¬ 
lishers — not just one or two. 

5. Prevents You From Missing New 
Books: The Club’s FREE monthly 
News gives you advance notice of im¬ 
portant new books . . . books vital to 
your continued professional advance¬ 
ment. 



Literally scores of easy-to-use schematic di¬ 
agrams are contained in “TV Troubleshooter's 
Handbook." (Example shown greatly reduced 
in size.) 


This extraordinary offer is intended to 
prove to you, through your own experi¬ 
ence, that these very real advantages 
can be yours . . . that it is possible to 
keep up with the professional literature 
published in your specific area of inter¬ 
est .. . and to save substantially while 
so doing. 

How the Club Works 

Forthcoming selections are described 
in the FREE monthly Club News. Thus, 
you are among the first to know about. 


and to own if you desire, significant 
books. You choose only the main or 
alternate selection you want (or advise 
if you wish no book at all) by means 
of a handy form and return envelope 
enclosed with the News. As part of 
your Trial Membership, you need pur¬ 
chase as few as four books during the 
coming 12 months. You would prob¬ 
ably buy at least this many anyway . . . 
without the substantial savings offered 
through Club Membership. 

Limited Time Offer! 

Here, then, is an interesting oppor¬ 
tunity to enroll on a trial basis ... to 
prove to yourself, in a short time, the 
advantages of belonging to the only Book 
Club devoted exclusively to electronic 
servicing. We urge you, if this unique 
offer is appealing, to act promptly, for 
we’ve reserved only a limited number of 
Handbooks for new Members. 

To start your Membership on these 
attractive terms, simply fill out and mail 
the postage-paid Airmail card today. 
You will receive TV Troubleshooter's 
Handbook for 10-day inspection. SEND 
NO MONEY! If you are not delighted 
with the Handbook, return it within 10 
days and your Trial Membership will be 
cancelled without cost or obligation. 
Electronic Technician’s Book Club, 
Drawer D, Thurmont, Md. 21788. 




FIRST CLASS 
Permit No. 30 
Thurmont, Md. 


VIA AIR MAIL 


BUSINESS REPLY MAIL 

No Postal* Stomp Nocossory if Mailed in the United States 
POSTAGE WILL BE PAID BY 

ELECTRONIC TECHNICIAN'S BOOK CLUB 

DRAWER D 

THURMONT, MARYLAND 2T788 



CLUB MEMBERSHIP ADVANTAGES 
CHARTER BONUS: "TV Troubleshooter's 
Handbook" carries a retail price of $6.95. 
It is yours for only 99$ with your Trial 
Membership. 

CONTINUING SAVINGS: The Club guar¬ 
antees to save you 15% to 75% on the 
books you need. 

WIDE SELECTION: Members are annually 
offered over 50 of the new and authori¬ 
tative books on all phases of electronic 
servicing. 

EDITORIAL ADVISORY SERVICE: The 

Club's Editorial Advisory Board selects only 
the important books of direct interest to 
you. 

PREVENTS YOU FROM MISSING NEW 
BOOKS: The Club's FREE monthly "News" 
provides advance notice of new books vital 
to your continued professional advance¬ 
ment. 

FILL IN OTHER SIDE AND MAIL TODAY! 






























































